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Virginia Slims 

UNDERAGE SALE PROHIBfTED 

Virginia Slims Lights 100’s 
M en 8 mg “taf " 0.6 mg nicotine; Reg. 8 mg tar. 

0.7 mg nicotine av. per cigarette by FTC method. 
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